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SUPERVISOR’S REPORT ON USE OF FORCE 


INVESTIGATIVE SUMMARY 


EXHIBITS: 
A- 


Los Angeles County Sheriffs Department Incident Report, SHAD 49, 
#506-23086-2611-037, Robbery, 211 PC, Suspect ARR ition by 
Deputy John Hall. 


Los Angeles County Sheriffs Department Supplementary Report, 
#506-23086-2611-037, written by Sergeant Marion Tucker. 


Los Angeles County Sheriff's Department Juvenile Petition Request and 
Consolidated Criminal History Report: 


Medical Records Release Authorization and medical records for 


Los Angeles County Sheriff's Department Supplementary Report, 
#506-23086-26 11-037, case disposition, written by Detective W. Gordon. 


Los Angeles County Sheriff's Department booking packet and 
Consolidated Criminal History Repo M 


interviews of witnesses 


and Subject 
copied to digital video disk (DVD). 


Taped footage of SubjectliJat scene just subsequent to being tased, 
copied to digital video disk (DVD). 


MISCELLANEOUS DOCUMENTS 
* Signed Admonition Forms: 


+ Palmdale Station In-Service (PM Shift 12/05/08). 


+ Incident Details 12/06/06 PLM 06339-0329. 


Los Angeles County Sheriff's Department 


506-23086-2611-037 


isor's Report on Use of @rce 


Incident Information 


Date: 


Sunday, December 5, 2006 


Page 1 of 5 


Time: 2120 Hrs. 


Location 


Avenue Q at 6th Street East, Clock Tower Plaza, Palmdale 


City or Station: 
Bureau/Station/Facility: 


Palmdale 


FOR [/Paimdale Station 


Emp. # Last Name 


Employee Witnesses 


Admin. investigation: YES E] NOR 


Middie Name 


Emp. # Last Name 


First Name 


Middle Name 


Tasi Name 


Last Name 


Non-Employee Witnesses 
First Name Middle Name 


Middle Name 


Street Address 


Last Name 


Last Name 


Street Address 


Lest Name 
Tucker 


Emp. # 


Street Address 


On Duty Supervisor 


First Name Middle Name 


Marion 


ves J no C] 


Witness to Incident 


ves] noO 


Present 


Emp. # Last Name 


Last Name First Name 
Ayala Adalterto 


First Name Middle Name 


Watch Sergeant 


Watch Commander 


Present Winess to Incident 


ves nolL 


Middle Name 


Middle Name 


Emp. & Last Name 
| Gregg Lawrence _} 
Watch Commander's Signature: Emp #: 
Copy Provided to Employee by: Emp #. 
Supervisor Completing Form: ___ Sgt. Clay Anderson Emp — 
(Print) 
Emp #: Date Signed: 
Unit Commanders Signature: 
l Original: Unit Commander 
Copy: P.S.T.D.Headauarters, 
FO# Employee 
See Reverse 


SH-R-438 Rev. 10/98 


Method 
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[urn: 


506-23086-2611-037 
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(AW) Arwen 


{BC} Bator 
Bl) Bato 


n: {Control} 
n: (Impact) 


(BF) Bodily Fluids 


{CN} Cani 


ne 


{CR) Carotid Restraint 

(CH) Choke Hold 

(CT) Contro! Holds: (Control Techniques) 
(TT) Controt Holds: (Team Takedown) 
{TD) Control Holds: (Takedown) 

{CE} Chemical 

{OC} Chemical Agents (OC Spray) 

{TG) Chemical Agents (Tear Gas) 

{EX) Explosives 


(FH) Firearm (Handgun) 

(FR) Firearm (Rifle) 

(FS) Firearm (Shotgun) 

{FO) Firearm (Other) 

(FB) Flashbang 

(FL) Flashlight 

(OE) Other Weapon: Edged 
(OV) Other Weapon: Vehicle 
(OB) Other Weapon: Blunt Object 
(00) Other Weapon: Other 


(PK) Personal Weapon: Feet/Leg: 
(PS) Personat Weapon: Feet/Leg: 


(Kick) 
(Sweep) 


(PH) Personal Weapon (Hand/Arm) 


(PP) Personal Weapon (Push) 


{PO} Personal Weapon (Other) 

{RS) Resistance 

(CN) Restraint Device (Capture Net) 
(RH) Restraint Device (Handcuffs) 
(HB) Restraint Device: Hobbie (Legs Only) 
(TP) Restraint Device: Hobble (TARP) 
(RE) Restraint Device: REACT Belt 
(SP) Sap 

{SH) Shield 

(SG) 37mm Stinger 

(SB) Sting Ball 

(ST) Stun Bag 

(TR) Taser 

(UC) Uncooperative 


Type of Injury Body Part injured 

(AB) Abrasion {DB) Dog Bite (PA) Paralysis (AD) Abdomen (FA) Face (H) Hip 
(BR) Bruise (FR) Fractures (PW) Puncture Wound {AK) Ankle (FE) Feet {IN) Internal 
(BY) Burn (GS) Gunshot {SD} Soft Tissue Damage (AR) Arm (Ft) Fingers (KN) Knees 
(CP) Complaint of Pain (HB) Human Bite (ST} Sprain/Twists (BK) Back {GE} Genitals (LE} Leg 
(CO) Concussion (LC) Lacerations (UN) Unconscious (BT) Buttocks {GR) Groin (NK) Neck 
(DH) Death (ND) Nerve Damage (RM) Refused Med Treatment | (CH) Chest (HD) Hands {NO} Nose 
(Dl) Dislocation (OD) Organ Damage (NN) NONE (EL) Elbow (HE) Head (SH) Shoulder 


FORCE APPLIED 


(WR) Wrist 


(Only One Code Per Block) 


Used By (E# or S#) 


Used Against (E# or S#) 


Method 
{Code) 


aay. | Body Part 
(Code) | (Code) 


= 


SH-R-438 


Rev. 10/98 


See Front Side 
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[uRN: 06-23086-2611-037 Page_3 of 5 
volved Employee 
Employee # Last Name First Name Middle Name| 
E1 =a Tucker Marion 
Sex: Race: | Unit of Assignment: Work Assignment (Unit #, Module, etc.): 


O Mae Female | w Palmdale Station 261S 
Shift: F Age: Height: Weight. 
Clem C Day X em [pa Regular Shift [] oT Shit [C] off Duty | H 170 Ibs. 

7 If Admitted, Name of Coroner Case # | Directed Force [C] 
Medical ExanTreatment [] Hospital: Significant Force _& 


Employee # Last Name First Name 


Sex: Race: | Unit of Assignment: Work Assignment (Unit #, Module, 
o Male Cl Female 
Shitt. Age: Height: Weight. 
Clem C vay O PM lo Regular Shift C] OT Shit [C] off Duty | | 
Coroner Case# | Directed Force [O 


If Admitted, Name of 
Significant Force [] 


& 


Medical Exam/Treatment EJ 


Hospital: 


Last Name First Name Middie Namı 


Employee # 


Sex: Race: | Unit of Assignment: Work Assignment (Unit #, Module, etc.): 
O mate [J Female 
Shift: Weight: 


C Regular Shift C] OT Shift C] off Duty 
if Admitted, Name of Coroner Case# .| Directed Force 
Hospital: Significant Force O 


Middle Name 


Clem O Day [J pw 


Medical ExamiTreatment [] 


Last Name 


me 


Employee # 


Sex: 


Work Assignment (Unit #, Module, etc.): 
[J Male [] Female 


Unit of Assignment: 


Shift: : K Age: Height: Weight: 
Clem O pay C Pm _|C Regular Shift C] OT Shift L] Off Duty 7 

A If Admitted, Name of Coroner Case# | Directed Force 
Medical Exam/Treatment C] Hospitai: Significant Force] 


Last Name First Name Middle Name 


Employee # 
E iploy' 


Sex: Unit of Assignment: Work Assignment (Unit #, Module, etc.) 
CO mae [C] Femaie 
Shift: Weight: 


O Regular Shift (J OT Shit C] off Duty 


If Admitted, Name of 
Hospital: 


Last Name 


em [] Day [] PM 


Medical Exam/Treatment [_] 


Coroner Case# Directed Force [J] 


Significant Force! 


First Name 


Employee # Middle Namej 


Sex: Rac Unit of Assignment: Work Assignment (Unit #, Module, etc.): 


[J Mate [] Female 
Shift: Height. Weight: 
em C] Day O] em lo Regular Shift [] oT Shit [C] off Duty 


a If Admitted, Name of Coroner Case# |Directed Force 
Medical ExamTreatment [] Hospital: | Significant Force] 


SH-R-438 Rev. 10/98 See Other Side 
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USPECT INFORMATI 
URN: 506-23086-261 1-037 Page 4 of 5. 
Suspect Informati; 
S _| Last Name First Name Middle Name 
First Name Middle Name 


[AKA Last Name 


Sex: 
Male X Female W 
Work Phone: Home Phone: 


Booking # [J Primary Charge: 


Ps & Zip Code: 


Height: .O. Weight. 
5'04" 115 lbs. 
148(A) PC Criminal Historyl 
Coroner Case#: Mental History L] 


211 PC Secondary Charge: 


Hospital Admission? oO Rec'd Treatment At: Antelope Valley Hospital 
Under Influence: Pa 
DR] Yes [JNO Substance. ia Photos of Suspect’s Injuries [X] YES NO 


Suspect Interview 


Time: 
Audiot Videotape: 
12108706 0250 hrs. üdotape: K ideotape: D] 


Suspect Information 


S |Last Name First Name Middle Name 
STAKA Last Name First Name Middle Name 
Sex: Street Address: State & Zip Code: 
O Male [] Female 
Work Phone: Home Phone Age: Armed? 
ce eal a 

Booking # Primary Charge: Secondary Charge: Criminal History 
Hospital Admission? [[] Rec'd Treatment At: Coroner Case#: Mental History L] 

ynder influence: Photos of Suspect's Injuries [_] YES CO no 


LCI Yes [JNO Substance: 
; Suspect interview. 


a Audiotape: C] Videotape: [C] 


Suspect Information 


IS _| Last Name First Name Middle Name 
JAKA Last Name First Name Middle Name 
Sex: Race: | Street Address: City: State & Zip Code: 
Cl Maie (] Female 
Work Phone: Home Phone: Age: Height: D.O.B. | Weight: Armed? 
2} 
Secondary Charge: Criminal History 


Primary Charge: 


Booking #: 


Hospital Admission? oO 


Under Influence: 
O yes [ĪNO Substance: 


| Date: 


Coroner Case#: Mental History 


Rec'd Treatment At: 


Photos of Suspect's Injuries [C] Yes [(] No 


Suspect interview. 4 
Aucictape: Videotape: [_] 


See Other Side 
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Non-Employee Witnesses (Continuation) 


Last Name N; Middle Name 
Street Address Work Ph. 
Last Name Name Middle Name 


we Address B jÀ Code Work Ph. Home Ph. 


Street Addross 


Zip Code 


Worx Ph. 


Last Name First Name Middle Name 
Street Address City Zip Code Work Ph Home Ph. 
Last Name First Name Middle Name 
Street Address Clty Zip Code Work Ph Home Ph. 
Last Name First Name Middle Name 
Street Address City Zip Code Work Ph. Home Ph 
Last Name First Name Middle Name 


Last Name First Name Middle Name 
Street Address City Zip Code Work Ph. Home Ph. 
Last Name First Name Middle Name 
Street Address City Zip Code Work Ph. Home Ph. 
Last Name First Name Middle Name 
Street Address City Zip Code Work Ph Home Ph 
Tast Name First Name Middle Name 
Street Address City Zip Code Work Ph. Home Ph 
Last Name First Name Middle Name 
Sireet Address City Zip Code Work Pn. Home Ph’ 
Last Name First Name Middle Name 
‘Sireot Address City Zip Code Work Ph. Home Ph. 
Last Name First Name Middle Name 
Sireet Address City Zip Code Work Ph. Home Ph 
Last Name First Name Middle Name 
Street Address City Zip Code Work Ph Home Ph. 


investigative Summary 


SIGNIFICANT USE OF FORCE 
(Taser-Broken Arm) 


UNIT: Palmdale Station 

DATE: Sunday, December 5, 2006 

TIME: 2055 hours 

LOCATION: Avenue Q at 6” Street East, Clock Tower Plaza, Palmdale 
URN#: 506-23086-261 1-037 

IAB#: FO#2187505 


On December 05, 2006, the Internal Affairs Bureau Force and Shooting Response Team 
went to Palmdale Station regarding a use of the taser, broken bone. The team consisted 
of Sergeants Clay Anderson and Stefanie Fredericks. Atthe time investigators arrived, the 
incident was completely over, two suspects were in custody, and the crime scene was no 
longer preserved. The involved personnel and the suspects were at Palmdale Sheriff's 
Station, Steve Connolly, Office of Independent Review, was notified of the incident. 


Investigators learned that during a contact with possible robbery suspects, Sergeant 
Marion Tucker deployed the taser at one of the suspects, causing the suspect 

to fall to the ground. The fall resulted in Suspect breaking her left arm 
(radial fracture of the left ulna). All personnel involved in the incident are uniformed, field 
patrol units. 


This investigation is based on information obtained from the involved deputies and 
witnesses at the scene, along with various written documentation and IAB interviews. 


SYNOPSIS: 

On December 5, 2005, at approximately 2055 hrs., Palmdale Station personnel were 
dispatched a call regarding a fight near 6" Street East and Avenue Q. As personnel 
responded to the area of the call, they received updated information that a robbery had just 
occurred. The information provided two suspect descriptions: a White female, 16 years 
old and a White male, 16 years old. 


As Sergeant Marion Tucker drove towards the location, her attention was drawn to a small 
group, whose occupants matched the description of the suspects given in the call. 
Sergeant Tucker pulled in behind the group and ordered them to stop and place their 
hands on the hood of the patrol vehicle (Chevy Tahoe). All members of the group 
complied, except for Subject A wo ignored Sergeant Tucker's commands and 
proceeded to walk around towards the rear of the vehicle. As Subject alked away, 


Use of Force 
investigative Summary -1- FO#2187505 


Sergeant Tucker attempted to grab her arm. HB ME away from Sergeant Tucker's 
grasp and continued walking away, near the rear portion of the truck. 


Reportedyy, directly after [EJ pulled away from Sergeant Tucker's grasp, EEEtumed 
and reached towards her waistband. Fearing that Subjeci{l—vas retrieving a weapon, 
Sergeant Tuckerretrieved and fired her X-26 Taser one time, striking Bin the back and 
causing her (EEE to fall the ground. Assisting deputies, Deputies John Hall and Aaron 
St. George, arrived and took Subject IM into custody. Subject I appeared 
disoriented and complained of pain to her left arm. She was transported to Lancaster 
Community Hospital, where it was determined that Subject EME stainec a radial 
fracture to her left ulna (elbow). She was treated and subsequently received an “OK for 
booking.” 


IAB Note: Sergeant John Hudson later found the cell phone that had been taken 
in the robbery under Sergeant Tucker's patrol vehicle, near where 
Subject fell and was eventually taken into custody. Sergeant 
Tucker later related that she believed it was what Subject was 
reaching for in her waistband, apparently attempting to discard the 
phone prior to it being located by deputy personnel. A ner B 


field show-up led to the identified of Subject [and her 
i: the robbery suspects. 
IAB Note: For specifics regarding the robbery and arrest of Subject [EE refer 


to the first report, SHAD 49 #506-23086-261 1-037, which is included 
in this investigation as Exhibit A. 


INVOLVED PERSONNEL: 
Tucker, Marion Sergeant A 
Palmdale Station Unit 261S PM Shift 


Field Operations Region | 


EMPLOYEE WORK HISTORY: 


Sergeant Marion Tucker 
Date of Employment: 04/12/89 


Date assigned to Palmdale Station: 
Prior Shooting Incident(s): 
Prior Founded Force Incidents: 
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SUBJECT: 
EW/ 5-07", 230 Ibs. blonde/blue 


Booking A = JA: 


CRIMINAL HISTORY: 


JAB Note: Refer to Exhibit C for Suspect] Juvenile Petition Request and 


juvenile arrest record. 


WITNESSES: 
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INJURIES: 


Subject EE sustained a fracture to a bone in her left elbow, radial fracture to the 
left ulna. She was transported to Antelope Valley, where the arm was placed in a sling. 

as subsequently released from the hospital and medically cleared for booking, 
“OK to be booked.” 


IAB Note: Refer to Exhibit D for Subject [i medical documentation. 


PHYSICAL EVIDENCE 


The physical evidence (injury to Subject fet arm) appeared to be consistent with 
the witnesses’ and Sergeant Tucker's versions of the event. 


INVESTIGATOR’S OBSERVATIONS: 


At the time of the Force and Shooting Response Team's arrival, the incident was 
completely over and the crime scene was no longer preserved. 


WEAPONS USED BY DEPUTY PERSONNEL: 
X-26 Taser 


WEAPONS USED BY SUSPECT(S): 
None 


PROPERTY DAMAGE: 


None 


CRIMINAL INVESTIGATOR and CHARGES FILED: 


Investigator: Detective William Gordon 
Palmdale Station 
Court: Lancaster Superior Court 


Charges Filed: None. In lieu of prosecution, JEEP robation was violated. 
LIGHTING OR WEATHER CONDITIONS: 


The weather was cool and dark at the time of the incident (approximately 2055 hours). 
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INVOLVED DEPUTY STATEMENTS: 


Sergeant Marion Tucker 

On December 06, 2006, at approximately 0313 hours {approximately 6 hours after the 
incident), Sergeant Marion Tucker was interviewed at Palmdale Sheriff's Station by Internal 
Affairs’ investigators, Sergeants Clay Anderson and Stefanie Fredericks. The following is 
a summary of the interview, which was audio recorded. 


Sergeant Tucker stated that she was traveling westbound on Avenue Q from 6th Street 
East (Clock Tower Plaza), enroute to a “robbery now call,” when she saw “what appeared 
to be the suspects” walking in a group of people proceeding westbound on Avenue Q in 
front of her. She related that she was approximately three blocks from the location of the 
call, which described the suspects as a White male and a White female, both 
approximately 16 years of age. Tucker said that she broadcasted radio information, giving 
her location and possible suspect location, and illuminated the group with her vehicle's 
spotlight. 


Tucker said that as she stopped and exited the driver's door, she ordered the group of 
people on the sidewalk of Avenue Q to stop, walk to her vehicle, and place their hands on 
the hood. She stated the group was compliant, except for one female, Subject 
HE Tucker related that began walking east, ignoring her orders to stol e 
said she reached out with her right hand in attempt to grab but KI uickly 
moved to the right and avoided being held. Tucker said that she again ordered [to 
stop, but turned and began walking towards the rear of the Tahoe. Tucker said as 
ME ack was turned towards her Bovec herright hand towards her waistband 
and quickly began turning towards her (Tucker). Fearing that {Mllhad just armed 
herself, Tucker said she withdrew the X-26 TASER from its holster, and discharged the 
weapon, hittin in the back. She related that the weapon was “immediately 
effective,” and fell face down to the asphalt street behind her Tahoe. 


Tucker stated that she repositioned herself between the truck and i in order to 
surveil an the other suspects at the front of her vehicle. She stated that she then 
broadcasted “10-33 traffic,” requesting assistance to herlocation. With the aid of assisting 
deputy personnel, Deputies John Hall and Aaron St. George, Subject was taken 
into custody without further incident. 


Tucker related that based on her contact and observations with Subject I she 
believed [was under the influence of alcohol and/or methamphetamine. 


IAB Note: For further information regarding Sergeant Tucker's statements, refer to 
her Supplemental Report, which is included in this investigation as 
Exhibit B. 
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WITNESS STATEMENTS: 


IAB Note: The following witnesses were stopped by Sergeant Tucker at the time of 
the incident. Of ote ee < together and 
are friends of the victims of the robbery. They responded to aid the 
victims at a nearby Metro transfer station. “As ll they 


e suspects. As Ms] land Mr. 
returned home after consoling the victims, they walked backed together 
towards their apartment complex slightly ahead of the group containing 

and her friends (Witnesses 
The victims 


remained at the Metro transfer station. 


as interviewed at the scene by Sergeant John Hudson directly after the 
incident. That interview was captured on video tape and submitted with this investigation 


as Exhibit G. 
said that she and her went to the bus station after 


who stated that she was being 
followed and harassed by two unidentified girls. related that {EB had just left 


receiving a call from her friend (Victi 

her apartment and was walking towards the bus station to return home when they received 
the phone call, which suddenly “dropped off.” She said she and lett their residence 
to see what happened. 


said as she and met up and proceeded back home, the group was suddenly 
stopped by a female sergeant (Sergeant Marion Tucker), who drove up in a police truck 
and directed them to place their hands on the hood of the vehicle. stated that 
everybody complied except for a girl with long blonde hair . She stated that 
the sergeant again ordered ito place her hands on the hood, but ignored the 
sergeant’s order and proceed to walk away. Rapp said that the sergeant approached 
red who appeared upset, and attempted to grab her, but “jerked back" and 
continued to walk away. Shortly after, [said the sergeant “zapped” Mand she 


(HEEB fel! to the ground. 


Beit that she did not see if [reached for her waistband, nor could she 
provide further details on the physical incident (grab) or interaction between Sergeant 
Tucker, explaining that the incident “happened so fast... it was a blur.” 


os) ae interviewed at the scene by Sergeant John Hudson directly after the 


incident. That interview was captured on video tape and submitted with this investigation 
as Exhibit G. 
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HS si that he and his were at home when he 
received a phone call from his friend, ho said that she was walking 


towards Palmdale Transfer Center, when “some peop'e were —_ some stuff with 


them.” [related that M: o< him that she and another friend, 


were both hit by an unknown male as they proceeded to the station. He stated that shortly 
after the conversation started, the phone was suddenly disconnected. 


HEB said he exited his residence and proceeded towards the station to “see what 
happened.” He said when he met up with lhe discovered that the phone had 
been stolen. BEd that as he and egan to return to their residence, 


they were suddenly stopped by a female officer (Sergeant Marion Tucker). He said 
Sergeant Tucker ordered them to stop and put their hands on the hood, explaining they 


were going to “figure all this out.” said everyone complied, except for a “blonde 
headed girl” Caua an He said turned and started running away 


from the officer, when as suddenly “zapped.” 


HE ciated that he could not relate anything further, regarding any other movement or 
action by 


was interviewed at the scene by Sergeant John Hudson directly after the 
incident. That interview were captured on video tape and submitted with this investigation 
as Exhibit G. 


tated that she “came in the middle of it,” explaining she joined her friends 
and (EEE after the taking of the cell phone and when 
the group was returning to the apartment complex. She said as they returned, they were 


stopped by a female sergeant (Sergeant Marion Tucker), who told them to put their hands 
onthe hood. She said everyone followed the officer's orders except for J who said, 
“No, fuck that!” [IE said then threw her arms back, which appeared to cause the 
sergeant to withdraw a taser. She said as continued to walk away, the sergeant 
then shot with the taser, causing o fall to the ground. 


HB stated that it didn’t appear the sergeant had any other choice, relating, “if! were the 
sergeant, | would’ve done that too.” Bi. ne: related thath ad “been drinking... 
eight to ten beers." [stated that she went to the bus station to get because 
“as a friend, to take her butt back home, ‘cause she’s been drinking.” 


aT... interviewed at the scene by Sergeant John Hudson directly after the 


incident. That interview were captured on video tape and submitted with this investigation 
as Exhibit G. 


stated that she was returning home from the bus station with her IEE 
when they were stopped by a police officer, Sergeant Marion Tucker. 
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She said Sergeant Tucker ordered them towards the police car and instructed them to 
place their hands on the hood. She stated that she complied, but Bii began walking 
away towards the side of the vehicle. She said the sergeant followed and she 
os was tased. 


HE stated that she could not relate anything further, explaining that her view of the two 
was obstructed by the patrol vehicle (Chevy Tahoe). However, she stated that she did not 
believe that the officer did anything wrong. 


as interviewed at the scene by Sergeant John Hudson directly after the 
incident. That interview were captured on video tape and submitted with this investigation 
as Exhibit G. 


said he was walking with EEE when they were stopped by a police 
officer (Sergeant Marion Tucker). He stated that Sergeant Tucker stopped them and 
instructed them and put their hands on the police car. Howard said he complied; however, 
HE walked away towards the rear of the truck, ignoring Sergeant Tucker's orders. He 
said that he heard Sergeant Tucker again order to stop, but the next thing he knew 
B2- tased. He stated that he did not see the actual tasing of IM relating that 
he was at the front of the vehicle and Tucker and ere “behind the truck.” He said 
he could not provide any additional information regarding actions priorto her being 
tased, relating that he could not see her. a related that Iwas not 
“fighting” with the officer; however, he added that was “not doing what she was 
being told.” 


was interviewed at the scene by Sergeant John Hudson directly after the 
incident. That interview were captured on video tape and submitted with this investigation 
as Exhibit G. 


stated that he ran to the scene of the incident after 
he was told by an unidentified neighbor that his was “tased.” He said that he had not 
witnessed the incident, relating that she was already lying on the ground with 
wires in her back when he arrived. 


IAB Note: On January 10, 2007, Sergeant Clay Anderson telephoned Witnesses 
es: order to conduct a follow-up interview. 
Both parties declined to be interviewed or provide any further information. 
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9 © 
SUSPECT STATEMENTS: 


On December 12, 2006, at approximately 0250 hours (approximately 5 % hours after the 
incident), EEE was interviewed at Palmdale Sheriff's Station by Sergeants Clay 
Anderson and Stefanie Fredericks. The following is a summary of the interview, which was 
audio recorded. 


Subject Mitac earlier in the evening she was “drinking [alcohol]’ with some friends 
near the front of her apartment complex, when an argument erupted between her and 
another ence TL victim of the robbery). She stated that she wasn’t 
sure what happened, stating that she was drunk, but the argument evolved into a physical 
confrontation and she struck ith her fist. As attempted to contact 
the police using her cellular phone, said she ka took her 


hone, telling her, “You’re not going to call the cops.” Msaidi she then chased after 
ae was fleeing from the location, towards the Metro Link station. 


stated that her i i is 20 
pulled her back,” and they proceeded back to the apartment 
complex. While proceeded home, [ESaid that they were stopped by a lone female 


deputy (Sergeant Tucker) in a truck, who ordered the group to stop and place their hands 
on the hood of the vehicle. [NEE said that she ignored Sergeant Tucker's orders, 
explaining that she believed that she “didn't do anything wrong” and she was going home. 
She stated that as she walked back to the rear portion of the patrol vehicle, Tucker 
attempted to grab her, but she pulled her arm away and continued to walk around to the 
rear of the patrol vehicle. ae that shortly after avoiding Tucker's grasp, Tucker 
shot her with the taser, and she fell to the ground. 


HE stated that she believed she broke her arm as she fell, after she had been shot by 
the taser. She said she did not recall any specific movement just prior to being shot by the 
taser, stating that she was “really drunk.” Belated that prior to the incident she had 
drank six or seven 12 ounce cans of beer in an hour to hour and half period (Mis 5'04 
inches tall and approximately 115 |bs.). 


HM related that she really didn’t remember much about the incident, because of her 
sobriety. She stated that may have taken the phone and threw it, but she couldn't 
remember. 


IAB Note: For specifics regarding the robbery and assault, refer to the first report, 
SHAD 49 #506-23086-261 1-037, written by Deputy St. George, which is 
included in this investigation as Exhibit A. 
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